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X  In  conducting  research  using  animals,  the  investigator (s) 
adhered  to  the  "Guide  for  the  Care  and  Use  of  Laboratory 
Animals, "  prepared  by  the  Committee  on  Care  and  use  of  Laboratory 
Animals  of  the  Institute  of  Laboratory  Resources,  national 
Research  Council  (NIH  Publication  No.  86-23,  Revised  1985). 

X  For  the  protection  of  human  subjects,  the  investigator (s) 
adhered  to  policies  of  applicable  Federal  Law  45  CFR  46. 

N/A  In  conducting  research  utilizing  recombinant  DNA  technology, 
the  investigator  (s)  adhered  to  current  guidelines  promulgated  by 
the  National  Institutes  of  Health. 

N/A  In  the  conduct  of  research  utilizing  recombinant  DNA,  the 
investigator (s)  adhered  to  the  NIH  Guidelines  for  Research 
Involving  Recombinant  DNA  Molecules . 

N/A  In  the  conduct  of  research  involving  hazardous  organisms,  the 
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Microbiological  and  Biomedical  Laboratories. 
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This  memo  serves  as  an  unclassified  summary  report  for  Task  97-56  under  Contract  DAMD17- 
89-C-9050.  A  classified  final  report  has  been  prepared  and  awaits  delivery  instructions.  The 
fina  l  report  contains  data  and  detailed  discussions  to  demonstrate  that  the  goals  of  this  program 
have  been  met. 

The  goals  of  this  program  were  to  deliver  5-10  grams  each  of  Compound  II  and  Compound  IV. 
Each  compound  was  to  have  a  purity  of  95%  or  greater  as  determined  by  gas  chromatography- 
mass  spectrometry  (GC/MS)  and  nuclear  magnetic  resonance  spectroscopy  (NMR). 

On  1 1  February  1998,  7.88  grams  of  Compound  II  with  a  purity  of  99.3%  (lot  no.  47775-64-06) 
and  7.37  grams  of  Compound  IV  with  a  purity  of  96.5%  (lot  no.  47775-76-25)  were  delivered  to 
Battelle’s  Medical  Reseach  and  Evaluation  Facility,  West  Jefferson,  Ohio.  Supporting 
spectrocopic  data  was  also  sent  on  the  same  day. 


